From: Corbett, Kate (DPH) 

Sent: Wednesday, February 08, 2012 8:15 AM 

To: Walsh, Daniel (BRI) 

Subject: RE: Comm. Lab #|| 


Hi Dan, 

Yes, I can be “on call”, however, I am not available after 2pm. 

Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


From: Walsh, Daniel (BRI) 

Sent: Tuesday, February 07, 2012 4:24 PM 
To: Corbett, Kate (DPH)_ 

Subject: v. Lab # 

Kate: 

This case is on for trial in Taunton District Court. I’m not sure if it will be going forward. Can you be “on call”? 

Thanks 

-Dan 


From: Tavares, Alice (BRI) 

Sent: Thursday, February 02, 2012 2:47 PM 
To: Corbett, Kate (DPH) 

Cc: Walsh, Daniel (BRI) 

Subject: FW: Attached Image 

SUMMONS FOR WITNESS 


From: TADC Scanner@state.ma. us rmailto:TADC Scanner@state.ma.us1 
Sent: Thursday, February 02, 2012 2:48 PM 
To: Tavares, Alice (BRI) 

Subject: Attached Image 


This e-mail message is generated from the Office of the Bristol County District Attorney and contains information that is confidential and may be privileged as an 
attorney/client communication or as attorney work product. The information is intended to be disclosed solely to the addressee(s). If you are not the intended 

1 


Corbett email PRR 020076 













recipient, be aware that any disclosure, copying, distribution or use of the contents of this email information is prohibited. If you have received this email in error, 
please notify the sender by return email and delete it from your computer system. 
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